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lo Information was obtained on the status of safety installations on the Graenau 
(N 53/2 93 M'luhlheido (u 53/2 9iO-Karow (II 53/2 96)-Basdorf (II 53/2 87)-Oranien- 
burg (II 53/2 6?) railroad line, Switches are operated manually, and signals are 
operated by remote controls The line is not provided with a block system, and 
train signaling is dona by telegraphs It is planned to install remote control 
switches and signals during 1951 and to provide one track of the line with a 
type C block systems 

2o Switches on the Loeweriberg (II 53/2 69)-Ifouruppin (II 53/Z L9)-Heustadt (II 53/2 18)- 
Ha l. he now (M 53/z 15) railroad line are operated manually a lone of the signals are 
operated manually while the remainder are operated by remote control. The lin e 
is not provided with a block system,. Train signaling is done by telephone. It is 
planned to install remote control switches and signals in 1951 and to introduce 
train signaling by telegraph. 
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